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[Abstract:] Obverse & Reverse dies to be consecutively numbered... 908 


Treasury Department, 

Office of the Director of the Mint, 
Washington, D.C., 

September 15, 1880 


Sir: 


In reply to your letter of the 14th instant, suggesting that odd dies used at your Mint or 
forwarded to the other Mints be designated alphabetically to distinguish them from those that 
have bene sent in pairs, I would say that my letter of the 13th does not contemplate that the dies 
should be numbered in pairs, but that the obverse of each denomination used at your Mint should 
commence with #1 and the reverse with #1, and so on in independent series. This will of course 
obviate any necessity for designating odd dies. 


Very respectfully, 
Horatio C. Burchard 
Director 


A. Loudon Snowden, Esq. 
Supt. Mint U.S. 
Philada. 


